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Test | Test Date | Score | Status | Percentile Rank | Performance Level 


Reasoning Through Language Arts munge lam Ths as Passes lees Dees | 


GED College Ready 


GED College Ready + Credit 


GED College Ready 


GED College Ready + Credit 


Performance Levels: Below Passing - Score less than 145 

Passing High School Equivalency - Score of 145 to 164 
GED College Ready - Score of 165 to 174 
GED College Ready + Credit - Score of 175 or greater 


To learn more about GED testing visit: To order additional transcripts or diplomas visit: 
G D GED.com DiplomaSender.com 
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